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PAGE 01 STOCKH 01895 I8I5I5Z 
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ACTION NRC-07 

INFO OCT-OI EUR-I2 ISO-00 SSO-00 NSCE-00 OES-05 ERDA-07 

ERDE-00 SS-I5 NSC-05 /052 W 

075447 

O 18I500Z APR 75 

FM AMEMBASSY STOCKHOLM 

TO SECSTATE WASHDC IMMEDIATE 4470 

UNCLAS STOCKHOLM 1895 

DEPT PASS TO NRC: H. BROWN AND E. MASON 

E.O. 1 1652: N/A 
TAGS: TECH, SW 

SUBJECT: EUROPEAN NUCLEAR CONEERENCE 

REE: STATE 88469 

1. HEDGRAN APPRECIATED INVITATION BUT REGRETS THAT NATIONAL 
NUCLEAR POWER INSPECTORATE WILL NOT BE REPRESENTED AT THE 
CONFERENCE. 

2. EMBASSY RECOMMENDS THAT DR. ERIK SVENKE, SWEDISH NUCLEAR 
FUEL SUPPLY COMPANY ATTEND LUNCHEON. SVENKE WILL STAY AT 
HOTEL MERIDIEN IN PARIS AND MAY BE CONTACTED THERE. 
STRAUSZ-HUPE 
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